BETHANY  PRESBYTERIAN  CHURCH 

located  in  Bethany,  3  miles  north  of  Honesdale. 
The  oldest  church  building  in  picturesque  Wayne 
County.  Building  was  begun  August  19,  1823;  com- 
pleted in  1836.  Architecture  was  patterned  after 
churches  designed  by  Sir  Christopher  Wren.  Visitors 
welcome  to  visit  the  church  through  the  week;  to 
attend    services    SUNDAY    mornings    at    9:30.  o 
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